Date:  08/12/2015 

MA:  2525.0 

Title:  ICP-MS  Analysis  with  24-Hour  TAT  and  Stage  2b 
Deliverable 

Method  Source:  ISM02.2 

Method:  ICP-MS 

Matrix:  Aqueous/Water 

Summary  of  Modification 

The  purpose  of  this  modified  analysis  is  to  analyze  aqueous/water  samples  for  the  Target  Analytes  by 
ICP-MS.  The  Laboratory  shall  provide  a Stage  2b  SEDD  deliverable  within  24  hours  of  receipt  of  the  SDG. 
Unless  specifically  modified  by  this  modification,  all  analyses.  Quality  Control  (QC),  and  reporting 
requirements  specified  in  the  SOW  listed  in  your  current  EPA  agreement  remain  unchanged  and  in  full 
force  and  effect. 

1.  Analyte  Modifications 

Not  applicable  ^ 

II.  Calibration  and  QC  Requirements 


Not  applicable  S 


III.  Preparation  and  Method  Modifications 


Not  applicable  ^ 


IV.Special  Reporting  Requirements  Not  applicable  [U 

The  Laboratory  shall: 

• Provide  a SEDD  Stage  2b  deliverable  (Exhibit  H Section  7.2)  \within  24hr  of  receipt  of  the  SDG. 

• Provide  the  full  hard  copy  data  package  within  the  turnaround  time  listed  on  the  bid  sheet 
accompanying  this  modified  analysis. 
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